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[57] ABSTRACT 

A translatory shock absorber is provided for mounting 
an attitude sensor thereon for isolating a sensor from 
translatory vibrations. The translatory shock absorber 
includes a hollow block structure formed as one piece 
to form a parallelogram. The absorber block structure 
includes a movable top plate for supporting the atti- 
tude sensor and a fixed base plate with opposed side 
plates interposed therebetween. At the junctions of 
the side plates, and the base and top plates, there are 
provided machined-out grooves which act as flexible 
hinges for attenuating translatory vibrations. A damp- 
ing material is supported on a pedestal which is car- 
ried on the base plate between the side plates thereof. 
The top of the damping material rests against the bot- 
tom surface of the top plate for eliminating the reso- 
nant peaks of vibration. 

1 Claim, 2 Drawing Figures 



14 



1 


3,952,980 


2 


TRANSLATORY SHOCK ABSORBER FOR 
ATTITUDE SENSORS 

ORIGIN OF THE INVENTION 

The invention described herein was made by employ- 
ees of the United States Government and may be man- 
ufactured and used by or for the Government for gov- 
ernmental purposes without the payment of any royal- 
ties thereon or therefor. 

BACKGROUND OF THE INVENTION 

This invention relates to a translatory shock absorber 
for mounting attitude sensors and more particularly for 
mounting instruments which are used to measure the 
rotation of space vehicles and the like. The shock ab- 
sorber is made as a hollow block with rigid sides which 
are joined to the top and base portion by flexing 
grooves which are machined at the junctions and act as 
flexible hinges to reduce the translatory vibration with- 
out introducing any rotational affects through the 
shock absorber. 

The instruments used for attitude control in space 
vehicles must survive a vibration environment of ap- 
proximately 50 m/sec 2 RMS (root mean square aver- 
aged over O-IOOOHz) acceleration levels which are 
generated by the combustion process of the engines 
and turbulent airflows about the vehicle. Rugged in- 
struments were therefore developed and have been 
flown successfully in our space vehicles even without 
employing shock absorbing mounts which could have 
reduced vibration levels for the attitude sensors. Hard 
mounts were preferred, because common shock 
mounts add rotation effects which convert translatory 
vibrations to rotations and also introduce dynamic 
response which could jeopardize the vehicle’s stability. 

Devices have been developed for mounting and sup- 
porting precision instruments as shown, for example, in 
U.S. Pat. No. 3,290,949 for providing limited rotational 
movement between the supported device and the 
mount or supporting member to compensate for vibra- 
tional loading and environmental changes. However, 
these devices do not effectively isolate the instrument 
from translatory vibrations without introducing rota- 
tional affects through the mounting device. 

SUMMARY OF THE INVENTION 

A shock absorber device is disclosed for attenuating 
translatory vibrations comprising a base plate fixed 
upon the platform of a space vehicle having two inte- 
gral side plates, spaced longitudinally, which support a 
top plate. An attitude sensor is mounted upon the top 
plate. Flexible joints are provided in the side plates by 
machining lateral grooves at the junctions of the side 
plates and the base and top plates so that the top plate 
can translate parallel to the fixed base plate for effec- 
tively isolating the sensor from translatory vibrations. 
Damping means are interposed between the base and 
top plates for limiting the resonant movement of the 
top plate relative to the base plate. 

Accordingly, it is an important object of the present 
invention to provide an effective translatory shock 
absorber which attenuates translatory vibrations for 
attitude sensing instruments used in space vehicles 
without introducing rotational affects through the 
shock absorber. 

Another important object of the present invention is 
to provide a translatory shock absorber for mounting 


attitude sensing instruments which can be beneficially 
used in re-usable space vehicles (e.g., space shuttle 
vehicles) to increase the instrument life above that 
required for expendable booster vehicles. 

5 A further object of the present invention is to con- 
struct a translatory shock absorber which minimizes 
friction, provides for viscous damping applied directly 
to the translating absorber case, and has one-piece 
machinability. 

1° The construction designed to carry out the invention 
will be hereinafter described, together with other fea- 
tures thereof. 

BRIEF DESCRIPTION OF THE DRAWING 

1 5 The invention will be more readily understood from a 
reading of the following specification and by reference 
to the accompanying drawing forming a part thereof, 
wherein an example of the invention is shown and 
wherein: 

20 FIG. 1 is a side perspective view illustrating a shock 
absorbing mounting device constructed in accordance 
with the present invention which attenuates translatory 
vibrations in the X-direction, and 

FIG. 2 is a perspective view illustrating a three-di- 
25 mensional translatory shock absorber constructed in 
accordance with the present invention. 

DESCRIPTION OF THE PREFERRED 
EMBODIMENT 

30 Referring in more detail to FIG. 1 of the drawing, a 
translatory shock absorber is shown, designated 
broadly as 10, for mounting a precision attitude sensor 
12. The shock absorber includes a base plate 14 fixed 
to a platform 16 in a space vehicle. Integral with the 
35 base plate 14 are two longitudinally spaced, rigid side 
plates 18 and 20 which extend vertically to support a 
movable top plate 22 and are integral therewith. 
Groove 24 extends laterally along the junction of side 
plate 18 and base plate 14 to define a flexible joint. ' 
40 Flexibility is essentially concentrated along the flexing 
groove 24 which acts like a hinge, but without causing 
friction. Flexibility in the groove 24 could be obtained 
by machining only from the outside of plate 18, but 
machining from the inside is not excluded. A similar 
45 groove 26 is formed at the junction of side plate 20 and 
base plate 14, and similar grooves 28 and 30 are 
formed at the junction of top plate 22 and side plates 
20 and 18, respectively . 

Base plate 14, side plates 18 and 20, and top plate 22, 
50 together form a hollow parallelogram block structure. 
A pedestal block 32 is integral with base plate 14 and 
extends upwardly froth the base plate 14 and termi- 
nates below the top plate 22. Between the top of pedes- 
tal block 32 and the bottom of top plate 22 a gap is 
55 formed for receiving an element of viscous damping 
material 34. Two hollow spaces 36 and 38 are formed 
by the outside walls of pedestal block 32 and the side 
plates 18 and 20, respectively. 

The hollow block structure including pedestal block 
60 32 is preferably machined out or molded of a one piece 
stock of material. The flexing grooves 24, 26, 28 and 30 
are either molded or later machined in the one piece 
block or may be machined out of a different material 
inserted at the junctions of the side plates 18 and 20 
65 with base and top plates 14 and 22, respectively, and 
made integral therewith. In either case, intrinsic stiff- 
ness of the material in the grooves is important in pre- 
venting warping of the parallelogram structure and for 
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maintaining the top plate 22 parallel to the fixed base 
plate 14. The material used will also be a function of 
the magnitude of the vibrational loads involved, of the 
input of other forces upon the shock absorber unit, and 
of the vibrational sensitivity of the sensor 12 as will be 5 
explained later. One material which has been found 
suitable in the application to space vehicles motion 
sensors is general purpose molded nylon. 

The top plate 22 is supported by the rigid side 
grooves (24, 26, 28 and 30). Damper element 34 is 10 
preferably not for supporting top plate 22, but primar- 
ily functions to eliminate the resonant peaks of vibra- 
tion. The damper element 34 may be made from neo- 
prene or any other suitable viscous damping material, 
and can be a viscoelastic block or a bag containing 
viscous fluid working against internal baffles. 

The use of mechanical hinges, instead of the flexible 
joints provided by grooves 24, 26, 28, and 30, would 
involve stiction or static friction where hinges would 
stick and then break away when the translatory motion 
was large enough. Thus, the mechanical hinges would 
not attenuate or reduce translatory vibrations at all 
levels but would break away at some point or level of 
vibration. The flexing grooves of the present invention 25 
attenuate the translatory vibrations at all levels. 

The translatory shock absorber shown in FIG. 1 at- 
tenuates translatory vibrations in the direction of the 
X-axis only. The movable top plate 22 can translate 
only in the X-direction as the rigid side plates 18 and 20 3Q 
flex at the grooves to attenuate the vibrations. Damping 
element 34 is always in contact with the top of pedestal 
block 32 and the bottom of top plate 22. As top plate 
22 translates in the X-direction, the relative X-distance 
between top plate 22 and base plate 14 is changed and 35 
damping element 34 is distorted slightly. 

In principle, the attenuation (c) of the translatory 
vibrations in the X-direction by the shock absorber 10, 
shown in FIG. 1, is given by: 

40 


The resonance frequency (f 0 ) must be compatible 
with the sensitivity of the attitude sensor 12. For exam- 
ple, if the sensor is sensitive at a frequency of 200 Hz ; 
then the resonance frequency (f 0 ) of the shock ab- 
sorber must be below 200 Hz. 

FIG. 2 illustrates a combination of three translatory 
shock absorbers, in accordance with the present inven- 
tion, in a perpendicular arrangement of the three trans- 
latory axes to provide a three-dimensional translatory 
shock absorber. The three-dimensions are defined by a 
conventional cartesian co-ordinate system. The three- 
dimensional shock absorber includes an L-shaped base 
member having a horizontal planar leg 42 and a vertical 
planar leg 44. Spaced above the L-shaped base member 
40 in parallel alignment is a second L-shaped member 
46 having a horizontal planar leg 48 and a vertical 
planar leg 50. Interposed between vertical planar legs 
44 and 50 is a translatory shock absorber device 10a 
for attenuating translatory vibrations in the direction of 
axis 52 (Z-axis). Interposed between the horizontal 
planar legs 42 and 48 is an inflated air bag 54 to bal- 
ance acceleration forces along axis 52 (z-axis). 
Mounted on top of horizontal planar leg 48 is a second 
translatory shock absorber 10b for attenuating transla- 
tory vibrations in the direction of axis 56 (jr-direction). 
Mounted on the top plate 22b of the shock absorber 
10Z? is a third translatory shock absorber 10c for attenu- 
ating translatory vibrations in the direction of axis 58 
(Y-axis).. Mounted on the top plate 22c of shock ab- 
sorber 10c is the precision attitude sensor 12. Alternate 
embodiments in accordance with the present invention 
would contemplate the combination of any number of 
translatory shock absorbers such as just two. 

For purposes of illustratiing the size of a translatory 
shock absorber constructed in accordance with one 
particular application of the invention and not for limit- 
ing the size thereof the following dimensions are given, 
(dimensions in inches in order of the length, width, and 
thickness or height): 


+ (sm ij 

~ b 1 +($/fl) 2£ + (57n) 2 


where, 

C = the attenuation in x-direction of top plate 22 
b = x-excitation of base plate 14 

n = K/M 

/ = H/27T 
5=jw 
and, 


45 


50 


(1) 

Base plate 14 

3.0 X 3.0 X .1875 

(2) 

Top plate 22 

3.0 X 3.0 X .1875 

(3) 

Side plates 18 and 

20-3.0 X .292 X .500 

(4) 

Pedestal block 32 

3.0 X 1.0 X .3125 

(5) 

Depth of machined- 



out groove 

.125 

(6) 

Gap between pedestal 
block 32 and bottom 



of top plate 22 

.1875 

(7) 

Offset of side plates 
from end of base and 



top plates 

.250 


£ is a damping factor determined by damping element 
34. The translatory shock absorber resonates near the 
frequency / beyond which the attenuation becomes 
effective according to R in (2), 

for J>f 0 , c = - jbR , R « 2$(f 0 /f). (2) 

Damper 34 produces £ which should be high enough 
(e.g. £ = 0.4) to avoid a high resonance peak, but suffi- 
ciently low for good attenuation (see R in 2). It is not 
suggested to use a critical damping (£ =1). Equations 
(1) and (2) are basic to any shock absorber and are 
only used here for functional explanations. The reso- 
nance frequency f 0 is given by the stiffnesses of the 
flexing grooves (24, 26, 28, and 30) and damper 34 and 
the movable masses of top plate 22 and sensor 12 com- 
bined. The sum of stiffnesses is K and the sum of the 
masses is M. Preferable values of f Q are 10-20 Hz. 


Thus, it can be seen that a compact, rather simple 
and inexpensive translatory shock absorber device is 
55 provided to protect precision attitude sensors and pro- 
tect their functional life. The shock absorber device 
attenuates translatory vibrations in the direction of one 
axis of motion. In the case where the attitude sensor is 
sensing rotation about one axis (e,g., X-axis) in a space 
60 vehicle, the shock absorber device would isolate the 
rotation sensor from translatory vibrations along the 
axis but would permit the rotational motion about the 
axis to be transmitted to the sensor in a 1:1 ratio. Of 
course, in the three-dimensional shock absorber of 
65 FIG. 2, the sensor 12 would be isolated from transla- 
tory vibrations along all three axes while permitting the 
rotational motion about the three axes to be transmit- 
ted to the sensor in a 1:1 ratio. 
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While a preferred embodiment of the invention has 
been described using specific terms, such description is 
for illustrative purposes only, and it is to be understood 
that changes and variations may be made without de- 
parting from the spirit or scope of the following claims. 5 

What is claimed is: 

1 . A three-dimensional translatory shock absorber 
device for mounting a precision instrument or the like 
for reducing translatory vibrations or motion along 10 
each of the three axes defined by a cartesian-coordi- 
nate system comprising; 

a first L-shaped base member having a horizontal 
planar leg normal to the Z-axis direction and a 
shorter vertical planar leg normal to the X-axis 15 
direction; 

a second L-shaped member spaced above said first 
base member and having a horizontal planar leg 
and a shorter vertical planar leg is parallel align- 
ment with said first L-shaped base member; 20 

a first translatory shock absorber device interposed 
between said vertical planar legs of said first L- 
shaped base member and said second L-shaped 
member for reducing translatory vibrations in the 
direction of the Z-axis; 

a cushioning spacer interposed between said horizon- 
tal planar legs of said first L-shaped base member 
and said second L-shaped member; 

30 
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6 

a second translatory shock absorber device mounted 
upon the top surface of said horizontal planar leg of 
said second L-shaped member for reducing transla- 
tory vibrations in the direction of the X-axis; 
a third translatory shock absorber device mounted on 
the top plate of said second translatory shock ab- 
sorber device for reducing translatory vibrations in 
the direction of the Y-axis; 
each of said translatory shock absorber devices com- 
prising a first pair of spaced parallel plates and a 
second pair of spaced parallel plates interposed 
between said first pair of plates and being integral 
therewith; 

laterally extending grooves provided in said second 
pair of plates at the junctions between said first and 
second pair of plates; 

damping means interposed between said first pair of 
plates for limiting movement of said first pair of 
plates relative to each other; 
said precision instrument mounted on the top plate of 
said third translatory shock absorber device; 
whereby said grooves provide a flexible joint between 
said first and second pair of plates and whereby 
said combination of translatory shock absorber 
devices effectively isolates said precision instru- 
ment from translatory vibration along each axis of 
motion without introducing rotational effects 
through said shock absorber devices. 

***** 
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